LO belo Lo (poryelogs 


Ane lez t€ 3 % 3 7 


TRUSSBILE 
Pili 
DOORS 


Digitized by: 


iN TERNATIONAL 


ASSOCIATION 
FOR 
PRESE RVATION 
TECHNOLOGY, 
| NTERNATIONAL 


WWW. apti.org 


BUILDING 
TECHNOLOGY 
HERITAGE 
LIBRARY 


htt S://archive or /details/buildin technolo herita élibra 


From the Collection of: 


NATIONAL 
BUILDING 
ARTS 
CENTER 


ntte:/web.nationalbuildinaarts.orq 


TRUSSBILT 
FLUSH axo PANEL DOORS 
ELEVATOR ENTRANCES 
TRIM 


NTRAVSSBIZTV] 


STEEL DOORS - 


TRUSSBILT STEEL DOORS, Inc. 


GROSS Vahe a a COMPANY 
3303 Como Ave. S. E. 2575 Como Ave. W. 
MINNEAPOLIS, MINN. SAINT PAUL, MINN. 


TRUSSBILT 


Rigid—Strong 


TRUSSBILT ALL STEEL DOORS, FLUSH 
TYPE are outstanding for their use in Hospitals, 
Hotels, Apartments and Schools. 


TRUSSBILT with a surface of 18-gauge steel 
reinforced with a continuous steel core giving 
an unsupported width of only 214” assures a 
surface that is smooth and free from warps and 
buckles and is finished in either solid color or 
beautiful grained effects giving them a warm 
and attractive appearance. 


Trussbilt Engineers have devoted their entire 
time and thought to the development of the 
TRUSSBILT flush door from the standpoint of 
stability and appearance. They have equipped the 
plant with the most modern machinery (mostly of 
their own design) particularly for the 134” flush 
door, to secure efficiency and accuracy in construc- 
tion, their aim being QUALITY and SERVICE to 
the ultimate user. 


SPECIFICATION 


All doors where shown on the plans or schedule 
shall be all steel TRUSSBILT flush doors 134” thick, 
built with a continuous 28-gauge truss- structured 
core, the apexes of which are flat and continuously 
engaged with the 18-gauge exterior shells and are 
spot welded both vertically and horizontally thereto 
on approximately 234” centers. The webs of the 
truss-structured core are reversely oblique, straight 
and flat in cross sections affording a compressed 
tension core that connects the two exterior shells 


and will not stretch, straighten or buckle under 
pressure or strain. 


After doors are finished they shall be thoroughly 
cleaned then completely immersed twice in a semi- 
enamel primer so the interior, as well as the exterior 
surface is completely covered; no filler or putty of 
any kind allowed. Doors then shall be primed or 
finished in either our standard grained oak, mahog- 
any or walnut (solid color), (or finished according to 
sample as selected by the architect). 


Two coats of varnish shall then be applied, each 
coat baked on, the final coat being rubbed to an 
eggshell gloss. 


Hardware which does not interfere with crating 
or shipping will be applied at no additional cost 
providing it is delivered prepaid to the plant of 
this contractor. 


UNDERWRITERS LABELED DOORS AND 
FRAMES can be furnished where required. 


ERECTION— 


A careful survey of erection costs proves that a 
complete unit of Trussbilt frame and door can be 
installed at a cost very little above a complete wood 
unit and in several cases on actual installations were 
quoted lower than wood by general contractors. 


Doors of 13%” thickness can be made but at a 
slight increase in price. 


All our products are guaranteed to be of the 
highest standard of workmanship, material and 
quality. 


P atiel Type Swing and Elevator Doors—Bronze Doors—Trim 
Other Metal P roducts lor Modern Buildings 
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PARTIAL LIST OF INSTALLATIONS 


BUILDING 


MIDWAY HOSPITAL, 
St. Paul, Minn. 

MAYO CLINIC, 
Rochester, Minn. 

U. OF MINN. HOSPITAL, 
Minneapolis, Minn. 

LOWRY HOTEL, 
St. Paul, Minn. 

FOSHAY TOWER, 
Minneapolis, Minn. 

WILKINS COUNTY COURT HOUSE, 
Breckenridge, Minn. 

RESEARCH LABORATORY, 
Cleveland, Ohio 

MARINE HOSPITAL, 
Cleveland, Ohio 

TEMPLE SHOLOM, 
Chicago, III. 

OIL CITY HOSPITAL, 
Oil City, Penn. 

HARVEY HOTEL, 
Faribault, Minn. 

NURSES HOME, FAIRVIEW HOSP. 
Minneapolis, Minn. 

SECURITY BENEFIT ASSN. HOSPITAL 
Topeka, Kan. 

HOTEL DOUGLAS, 
Newark, N. J. 

PUBLIC SAFETY BUILDING, 
St. Paul, Minn. 

THREE BUILDINGS, U. OF WISC., 
Madison, Wis. 

SCIENCE HALL, Sr. Catuerine’s Coiiece 
St. Paul, Minn. 

ST. TERESA’S DORMITORY, 
Winona, Minn. 

ST. FRANCIS HOSPITAL, 
Wichita, Kan. 

ST. JOHN’S HOSPITAL, 
Rapid City, S. D. 

MERCY HOSPITAL, 

! Canton, Ohio 

ALPHA CHI RHO FRAT., 
Ithaca, N. Y. 

FIRE HEADQUARTERS BLDG., 
Kansas City, Mo. 

FORT SAM HOUSTON BARRACKS, 
Fort Sam Houston, Texas 

CONGDON PARK SCHOOL, 
Duluth, Minn. 

COLUMBUS HOSPITAL, 
Great Falls, Mont. 

DEACONESS HOSPITAL, 
Great Falls, Mont. 

MORGAN HEIGHTS SANATORIUM, 
Marquette, Mich. 

ATHLETIC BUILDING, 
St. Bernard, Ohio 

DAVIDSON COUNTY HOSPITAL, 
Nashville, Tenn. 

ST. LUKE’S HOSPITAL, 
Cleveland, Ohio 

DUQUESNE LIGHT CO., 
Pittsburgh, Penn. 

MILLEDGEVILLE HOSPITAL, 
Milledgeville, Ga. 


ARCHITECT 


Lambert Bassindale, 
St. Paul, Minn. 
Ellerbe & Company, 
St. Paul, Minn. 
C. H. Johnston, 
St. Paul, Minn. 
Lambert Bassindale, 
St. Paul, Minn. 
Magney & Tusler, 
Minneapolis, Minn. 
Buechner & Orth, 
St. Paul, Minn. 
Ellerbe & Co., 
St. Paul, Minn. 
U. S. Treasury Dept. 


Coolidge & Hodgdon, 

Chicago, III. 
E. E. Bailey, 

Oil City, Penn. 
L. C. Pinault, 

St. Cloud, Minn. 
Long & Thorshov, 

Minneapolis, Minn. 
W.E. Glover, 

Topeka, Kan. 
Benjamin Myer Co., 

Newark, N. J. 
F. X. Tewes, 

St. Paul, Minn. 
Arthur Peabody, 

Madison, Wis. 
H. A. Sullwold, 

Los Angeles, Calif. 
C. H. Johnston, 

St. Paul, Minn. 
E. Brielmaier & Sons, 

Milwaukee, Wis. 
J. H. Wheeler, 

St. Paul, Minn, 
Firestone & Christman, 
Canton, Ohio 

J. Dall, Jr., Inc., 
Ithaca, N. Y. 
Chas. Keyser, 
Kansas City, Kan. 
U.S. Army 


C. H. Smith, 
Duluth, Minn. 
Shanley, Willson & Hugenin, 
Great Falls, Mont. 
Mclver & Cohagen, 
Great Falls, Mont. 
E. A. Stubenrauch, 
Sheboygan, Wis. 
Gustave W. Drach, Inc., 
Cincinnati, Ohio 
Asmus €% Clark, 
Nashville, Tenn. 
Hubbell & Benes, 
Cleveland, Ohio 
Duquesne Light Co., 
Pittsburgh, Penn. 
Daniell & Beutell, 
Atlanta, Ga. 


BUILDER 


Standard Construction Co., 
Minneapolis, Minn. 

G. Schwartz & Co., 
Rochester, Minn. 

Edw. Bjorklund, 
St. Paul, Minn. 

Geo. J. Grant Construction Co., 
St. Paul, Minn. 

Foshay Bldg. Corp., 
Minneapolis, Minn. 

Redlinger & Hansen, 
Wahpeton, N. D. 

Crowell & Little, 
Cleveland, Ohio 

John Grant & Son, 
Cleveland, Ohio 

Hegeman-Harris Co., 
Chicago, Ill. 

L. O. Bouquin Co., 
Oil City, Penn. 

Paul Steenberg Constr. Co., 
St. Paul, Minn. 

S. M. Klarquist Sons, Inc., 
Minneapolis, Minn. 

F. M. Spencer & Son, 
Topeka, Kan. 

W. J. MacEvoy Construction Co., 
Newark, N. J. 


Perry A. Swenson & Hakanson, 
St. Paul, Minn. 


Walter Butler Co., 
St. Paul, Minn. 
Heffron & Fitzgerald, 
Rochester, Minn. 
Hutter Construction Co,, 
Fond du Lac, Wis. 
Henry Carlson Co., 
Sioux Falls, $. D. 
Robert H. Evans & Co., 
Canton, Ohio 


C. W. Van Vacter Const. Co., 
Kansas City, Mo. 
Walsh & Burney, Inc., 
San Antonio, Texas 
Klippen & Hustad Co., 
Duluth, Minn. 
Jarill & Hamill, 
Great Falls, Mont. 
Bartleson & Ness, 
Seattle, Wash. 
W.G. Miller, 
Marquette, Mich. 
Phelps-Drake Co., 
Minneapolis, Minn. 
Foster & Creighton, 
Nashville, Tenn. 
Lundoff-Bicknell Co., 
Cleveland, Ohio 
Duquesne Light Co., 
Pittsburgh, Penn. 
Wagar & Co., 
Atlanta, Ga. 
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